50      DOCKETED ITEMS

9109240011 Notification of 910923 meeting w/util in King of Prussia,PA re facility SALP
board meeting.

DOERFLEIN.LT. Region 1 (Post 820201). 91/09/13. Region 1 (Post 820201). 3pp.
59172:061-59172:063.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 XV GE Switchgear." Svc list end.

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require-
ments of bulletin & acceptable.

SHEA.J.W. Project Directorate I-2. 91/09/17. BECK.GJ. Philadelphia Electric Co. 8pp.
59208:133-59208:140.

9109300048 Forwards safety insp repts 50-277/91-25 & 50-278/91-25 on 910730-
0822.NO violations noted.One exercise weakness identified.

JOYNER.J.H. Region 1 (Post 820201). 91/09/17. SMITH.D.M. Philadelphia Electric
Co. 4pp. 59225:085-59225:103.

-9109300050 Insp repts 50-277/91-25 & 50-278/91-25 on 910730-0822.No violations
noted.One exercise weakness identified.Major areas inspected:observation of licensee
1991 partial- participation exercise.

AMATO.C.G., LAZARUS,WJ. Region 1 (Post 820201). 91/09/16. 15pp. 59225:089-
59225:103.

9109270046 Forwards insp repts 50-277/91-23 & 50-278/91-23 on 910708- 12.Failure
to take effective corrective action in response to previously identified problems in sur-
veillance testing area identified.

BETTENHAUSEN,L Region 1  (Post 820201). 91/09/18. SMITH.D.M. Philadelphia
Electric Co. 3pp. 59216:204-59216:219.

-9109270051 Insp repts 50-277/91-23 & 50-278/91-23 on 910708-12.No violations
noted.Major areas inspected:surveillance test program.

FINKELA, TAYLOR.D., BLUMBERG.N.J. Region 1 (Post 820201). 91/09/13. 13pp.
59216:207-59216:219.

R. Periodic operating reports & related correspondence

9109050223 Forwards fitness-for-duty program performance data for period Jan-June
1991,per 10CFR26.71(d).

BECKlGJ. Philadelphia Electric Co. 91/08/27. Office of Nuclear Reactor Regulation,
Director (Post 870411). 19pp. 59019:316-59019:332.

9109040427 Forwards "Peach Bottom Atomic Power Station Units 1 & 2 Semiannual
Effluent Release Rept for Jan-June 1991" & Rev 4 to ODCM.
MILLER.D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 2pp. 59010:211 -59010:271.

-9109040428 "Peach Bottom Atomic Power Station Units 1 & 2 Semiannual Effluent
Release Rept.Jan-June 1991."

*  Philadelphia Electric Co. 91/06/30.14pp. 59010:213-59010:226.

-9109040429 Rev 4 to ODCM.

*  Philadelphia Electric Co. 91 /06/06. 46pp. 59010:227-59010:271.

9109040507 Forwards corrected solid radwaste portion of, "Semiannual Effluent Re-
lease Rept for Jul-Dec 1990," Error in total curie content of Class A dewatered resin
waste stream corrected.

MILLER.D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 1p. 59008:357-59008:358.

-9109040508 Corrected solid radwaste portion of "Semiannual Effluent Release Rept
for Jul-Dec 1990."

*  Philadelphia Electric Co. 90/12/31. 1p. 59008:358-59008:358.

9109160336 Monthly operating repts for Aug 1991 for Peach Bottom Atomic Power Sta-
tion Units 1 & 2.W/910913 Itr.

BARON.MJ., MILLER.D.B. Philadelphia Electric Co. 91/08/31. 14pp. 59119:087-
59119:100.

S. Reportable occurrences, LERs & related correspondence

9109030203 LER 91-025-00:on 910728,isolation of HPCI sys occurred during perform-
ance of surveillance test,resulting in ESF actuation.Caused by failure to follow proce-
dures & procedural weaknesses.Procedures revised.W/910826 Itr.
FULVIO.AA,   POWER.K.   Philadelphia  Electric  Co.   91/08/26.   5pp.   58981:156-
58981:160.

9109030207 LER 91-026-00:on 910727,actuations occurred on primary containment iso-
lation sys when 4 KV emergency bus transferred to startup feed.Caused by Phase B
arcing. Isolations reset & disconnect repaired.W/910826 Itr.
FULVIOAA.,   POWER.K.   Philadelphia  Electric  Co.  91/08/26.   4pp.   58981:161-
58981:164.

9109030215 LER 91-027-00:on 910730,discovered that half Group IV HPCI sys isolation
signal not manually inserted from 910729-30. Caused by planning weaknesses * lack
of guidance.Temp switches replaced & investigation underway.W/910826 Itr.
FULVIO.AA,   POWER.K.   Philadelphia  Electric   Co.  91/08/26.  4pp.   58980:065-
58980:068.

9109100230 LER 91-028-00:on 910805,reactor scram occurred due to turbine trip from
moisture separator high level-Caused by personnel error.Event discussed w/involved
individuals & pertinent info will be provided to personneI.W/910904 Itr.
FULVIOAA.,  POWERS.K. Philadelphia Electric Co. 91/09/04.  6pp,  59095:191-
59095:196.

9109130199 LER 91-029-00:on 910824,half scram occurred when 'B' RPS Motor Gener-
ator set output breaker trippedCaused by broken wire inside rheostat & less than ade-
quate rheostat instaHation.Rheostat repla<jedW

FULVIOAA.,  POWERS.K. Philadelphia Electric Co. 91/09/11. 4pp. 59116:122-
59116:125.

9109240081 PNO-l-91-066:on 910912,licensee discovered that cable suspending jet
pump assembly stored in spent fuel pool broke.Caused by jet pump assembly falling
between 3 & 6 ft. Jet pump assembly removed & properly positioned in place.
LYASH.J.,  DOERFLEIN.L  Region  1   (Post 820201).  91/09/13. 2pp.  59173:200-
59173:201.

V. Operator Examinations

9109100315 Forwards comment summary of reactor operator & senior reactor operator
license written exam administered on 910826.

MILLER.D.B. Philadelphia Electric Co. 91/09/03. CONTE Region 1  (Post 820201).
13pp. 59082:315-59082:327.

9109270039 Provides invitation to attend power reactor operator license examiners/
training manager meeting on 911106-07 to provide forum for discussion of various
topics & issues re operator licensing function.

HODGES.W.M. Region 1 (Post 820201). 91/09/19. SMITH.D.M. Philadelphia Electric
Co. 5pp. 59216:176-59216:180.

DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3

F. Security, medical, emergency & fire protection plans

9109170210 Advises that revised Apr 1991 changes to physical security
plan.transmitted via 910427 Inconsistent w/provisions of 10CFR50.54(p) & accepta-
ble for inclusion into plan.

JOYNER.J.H. Region 1 (Post 820201). 91/08/02. BECK.GJ. Philadelphia Electric Co.
3pp. 59127:105-59127:107.

9109030206 Revised EPIPs.including rev 2 to ERP-120,rev 4 to ERP-130, rev 5 to ERP-
UO.rev 7 to ERP-200,rev 0 to ERP-205,rev 6 to ERP-230,rev 8 to ERP-250,rev 9 to
ERP-260 & rev 3 to ERP-700.

BECK.GJ. Philadelphia Electric Co, 91/08/21. Document Control Branch (Document
Control Desk). 180pp. 58928:197-58929:038.

9109040036 Forwards insp repts 50-277/91-21 & 50-278/91-21 on 910709- 0803.No
violations noted.

BLOUGH.A.R. Region 1 (Post 820201). 91/08/26. SMITH.D.M. Philadelphia Electric
Co. 3pp. 58935:117-58935:154.

-9109040067 Insp repts 50-277/91-21 & 50-278/91-21 on 910709-0803.NO violations
noted.Major areas inspected:backshift & deep backshift review of accessible portions
of units 2 & 3, operational safety.radiation protection & physical security.
DOERFLEIN.LT. Region 1 (Post 820201). 91/08/26. 35pp. 58935:120-58935:154.

9109090017 Forwards FEMA 910724 Itr which transmitted Region III rept for 900207 full
participation exercise at Peach Bottom Atomic Power Station. No deficiencies noted
during exercise. However,22 areas requiring corrective action identified.
JOYNER.J.H. Region 1 (Post 820201). 91/08/30, SMITH.D.M. Philadelphia Electric
Co. 3pp. 59001:015-59001:144.

-9109090022 "Radiological Emergency Preparedness Exercise Evaluation Rept."

*  Federal Emergency Management Agency. 90/11/27. 126pp. 59001:019-59001:144.

9109250028 Forwards public version of revised EPIPs.including Rev 4 to ERP-220,Rev
7 to ERP-230,Rev 7 to ERP-510 & Rev 4 to ERP-810.W/910919 release memo.
BECK.G.J. Philadelphia Electric Co. 91/09/05. Document Control Branch (Document
Control Desk). 3pp. 59202:036-59202:101.

-9109250033 Public version of revised EPIPs.including Rev 4 to ERP-220, Rev 7 to
ERP-230,Rev 7 to ERP-510 & Rev 4 to ERP-810.

*  Philadelphia Electric Co. 91/09/05. 62pp. 59202:040-59202:101.

9109300048 Forwards safety insp repts 50-277/91-25 & 50-278/91-25 on 910730-
0822.No violations noted.One exercise weakness identified.

JOYNER.J.H. Region 1 (Post 820201). 91/09/17. SMITH.D.M. Philadelphia Electric
Co. 4pp. 59225:085-59225:103.

-9109300050 Insp repts 50-277/91-25 & 50-278/91-25 on 910730-0822.NO violations
noted.One exercise weakness identified.Major areas inspected:observation of licensee

1991 partial- participation exercise.
AMATO.C.G. Region 1 (Post 820201). 91/09/16.

15pp. 59225:089-59225:103.

P. Operating license stage documents & correspondence

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books
of TS Interpretations Already Performed at Plants." Forwards documents listed in app

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267.

-9007180085 Discusses task interface agreement re interpretation of plant Tech Spec
S.O.D.Tech Spec applies uniformly to any equipment having both normal & emergency
power sources.

CALVO.JA Technical Specifications Branch. 90/07/10. BUTLER.W.R. Project Direc-
torate I-2. 3pp. 59135:204-59135:205.

9109030071 Informs of intention to become user of NRC certified package & that QA
program satisfies required provisions.

BECK.GJ. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety &
Safeguards. 2pp. 58927:040-58927:041.

9109050004 Informs that JW Shea replaced PD Milano as acting project manager for
plant.

BUTLER.W.R. Project Directorate I-2. 91/08/21. BECK.G.J. Philadelphia Electric Co.
3pp. 58994:026-58994:028.

9109050049 Forwards corrected Tech Spec pages for amends 160 & 162 to licenses
DPR-44 & DPR-56,respectively re core & containment cooling sys surveillance re-
quirements

SHEA.J.W. Project Directorate I-2. 91/08/21. BECK.G.J. Philadelphia Electric Co. 2pp.
59009:246-59009:252. (Post 820201). 91/09/12. SMITH.D.M. Philadelphia Electric Co.
